
ALLSTATE ROOFING OKLAHOMA'S LEADING COMMERCIAL & 
RESIDENTIAL ROOFING CONTRACTOR 

Allstate Roofing Contractors provide Roofing Foam, Coatings, expert roof analysis, 
upgrades, and restoration for residential & commerical roofs. We specialize in leak free, 
energy efficient, spray applied polyurethane roofing systems. Rigid polyurethane foams 
are used as insulation for buildings, water heaters, refrigerated transport, and 
commercial and residential refrigeration where their insulation value, high strength, 
moisture resistance and durability are required. Sprayed Polyurethane Foam (SPF) has 
been used for decades as a high performance commercial roofing system with 
significant insulation properties and leak prevention due to its monolithic seal over the 
entire roof structure. 




Our Roofing Contractors have foam roofs today that have been in place for more than 
30 years, and if properly maintained they should be able to last indefinitely. SPF 
Roofing Systems provide many benefits to building owners. The two most prominent 
benefits are waterproofing/ leak prevention and insulation value. Many additional 
benefits also exist such as superior compressive strength, lightweight, self-flashing, 
durable and long lasting. 



Roofing Contractors - Serving Oklahoma City & All of Oklahoma State 
Benefits Include 



• Seamlessly Stops Water Intrusion 

• Eliminates ponding water 

• Tax deductible in the first year 

• A proven 35 year old system 

• No roof tear-off necessary 

• Almost weightless— 7ounces per sq. ft. 

• Air-conditioning savings can pay for cost in 4 years 

• Lowers inside temperatures by 10-20 degrees 

• SPF roofing is the most dependable waterproofing available and pays for itself 
through energy savings 

• Sprayed polyurethane foam (SPF) is the best commercial roofing insulation 
available with an R factor of 6.5 per inch. 



Commerical Roofing | Spray Foam Roofing Systems 
Spray Foam Roofing : - 

SPF Roofing Systems provide many benefits to building owners. The two most 
prominent benefits are waterproofing/leak prevention and insulation value. Many 
additional benefits also exist such as superior compressive strength, lightweight, self- 
flashing, durable and long lasting. 

Spray Foam Roofing (SPF) is a closed-cell roofing material formed by combining two 
liquid components. When these two materials meet in the mixing gun, they expand 20 
to 30 times their volume immediately, forming rigid polyurethane foam (PUF). This 
foam is sprayed on the entire roof to the desired thickness, usually 1-2 inches, to form a 
seamless monolithic surface including flashing, penetrations and parapet walls 

Seamless: earns are one of the major sources of leaks in roof systems and Spray Foam 
Roofing Systems are totally seamless. Polyurethane foam is applied as a liquid, 
creating a single monolithic membrane that covers the entire roof - no seams and no 
joints. The foam is easy to replace when stacks or other roof penetrations need to be 
moved or added. 



Roofing Company in Oklahoma City 



RESIDENTIAL : - 

At Allstate Roofing & Construction. We can handle any commercial or residential claim 
for various types of roofs like Metal Shingles or Flat Roofs and make sure its done 
right. No need to Hire a Public adjuster. They take your money! All we ask is for the 
opportunity to do the repairs needed to get your home or business back to predamage 
condition or better. 




When dealing with wind, hail or natural disaster emergencies, property owners face a 
unique set of challenges. You're faced with critical recovery decisions required to 
mitigate damages and navigate a complicated insurance claims process that can be 
filled with ambiguous language, complicated calculations, and endless lists of 
documents which makes the process overwhelming and time-consuming. This is why 
AllState Roofing is the right Roofing Company in Oklahoma City and surrounding 
cities for your valuable home. 

Roof Coatings & Elastomeric Roof Coatings 
ALLSTATE ROOFING METAL BUILDINGS : - 

The largest untapped opportunity for energy cost reduction in a building is through the 
roof. Our bright white Elastomeric Roof Coating system can instantly transform any 
building into an energy smart structure. We deliver the most effective solution for 
reducing air conditioning costs by 20-50% while also providing significant roof benefits. 
Our turnkey solution includes installation of our superior Metal Roof Coatings system, 
energy cost savings and a 15 year leak-free warranty and maintenance program. 



Our Proven Elastomeric Roof Coating System: - 





> Reflects 85% of ultra violet rays 

> Substantially reduces greenhouse gases 

> Reduces the Heat Island effect 

> Insulation value equivalency of R-7 

> Excellent financing programs available 

> 15 year leak-free warranty 

> 100% tax savings-Maintenance vs. Reroofing 



Metal Roofing I Flat Roofing I Rubber Roofing 

ALLSTATE ROOFING CONTACT US 

Allstate Roofing - Oklahoma 
Phone: - 405 275-1000 
http:/ / www.allstateroofingoklahoma.com 



